
United States Department of State 

Office of Foreign Missions 
Washington, D.C. 20520 


NOTICE 


New Deputy Assistant Secretary and Deputy Director of 
the Office of Foreign Missions 

Effective immediately, Justine M. Sincavage has assumed duty as the Deputy Assistant 
Secretary and Deputy Director of the Office of Foreign Missions. Ms. Sincavage's office 
is located at 2201 C Street, NW Room 2236 and may be reached by telephone at 
(202)647-3417. 

For more information concerning OFM visit www.state.gov/ofm or send an electronic 
mail message to ofminfo(5),state.qov . 
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